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Rings of thin paper are important elements in the handset 
transmitter. The small ones form an elastic retaining wall | 
for the carbon granules; the larger rings form a cushioning | 
support for the edge of the diaphragm | 
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Mechanical Analysis of Waves 


By WALTER KOENIG, JR. 


Local Transmission Development 


NGINEERS are accustomed 

to dealing, both in theory and 

practice, with electrical waves 
of varying degrees of complexity. The 
simplest is a pure sine wave such as is 
produced by a perfect oscillator. A 
somewhat more complex form is ob- 
tained from the output of an elec- 
trical generator, which, although in- 
tended to be a pure sine wave, usually 
contains components of frequencies 
that are integral multiples of the 
fundamental and with amplitudes de- 
pending on the design of the gener- 
ator. A still more complex form is 
given by the acoustic wave produced 
in speech, which has its counterpart 
in the electric current of a telephone 
circuit. All such waves can, according 
to Fourier’s Theorem, be represented 
by a series of simple sinusoidal har- 
monics of various amplitudes, and 


any device that is to be able to repro- 
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duce these waves correctly must be 
able to reproduce each of the com- 
ponent waves that its Fourier ex- 
pression contains. 

Unfortunately, the algebraic oper- 
ations involved in applying Fourier’s 
equations are exceedingly laborious, 
even for relatively simple waves, and 
prohibitive for complex ones. As a 
result many ingenious suggestions 
have been made for mechanical means 
of performing these operations. There 
would, therefore, be little excuse for 
suggesting a new method unless it 
possessed very decided advantages. 
It happens, however, that all pre- 
viously suggested methods capable of 
determining a large number of har- 
monics require a mechanism so com- 
plex in design and of such high pre- 
cision in manufacture that very few 
have ever been built, and these are too 
expensive to come into general use. 
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During studies made in these Lab- 
oratories some years ago, it became 
necessary to analyze a large number 
of speech sounds. As a result of this 
necessity, a mechanical wave ana- 
lyzer was designed which employs a 
relatively simple and easily con- 
structed arrangement. Its measuring 
element is an ordinary planimeter, 
which is attached to the machine 
when an analysis is to be made. The 
remaining elements are exceedingly 
simple, consisting primarily of a 
drawing board of convenient size to 
which a graph of the wave to be ana- 
lyzed may be fastened, a crossbar ar- 
ranged to move parallel to itself up 
and down across the board, and a 
linkage which slides across this bar 
and holds the pointer of the planim- 
eter. Its operation is also simple since 
the curve is not followed by the 
planimeter pointer, but merely 
touched at a series of predetermined 
points. 

The general Fourier expression for 
any periodic complex wave is given by 
the equation: 

Cosw+az Cos w+....... an COS nw 

+b: sinw+be2 sin 2w+....... bn sin nw 
In this equation w = 27x/), where“ x” 
is the distance along the abscissa scale 
and X, the length of the fundamental 
period. If the values of the coefficients 
ai, a2, —a, and be—b, are known, 
the amplitudes of the various har- 


x=0 


Fig. i—d simple harmonic wave showing 
ordinates that are required for determining 
the 5th harmonic 
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monics may readily be calculated, 
since the amplitude of the nth har- 
monic is )a2+b?. The phase angles 
may also be computed since their 
tangents are given by a,/b,. The 
method employed in the present ana- 
lyzer involves the measurement of 
groups of selected ordinates, a differ- 
ent group for each harmonic. Unlike 
other methods that have been used, 
this method is not an approximate one 
but 1s theoretically exact. 

The wave to be analyzed is repre- 
sented by a graph or oscillogram. A 
recurrent section of the curve, repre- 
senting one wavelength of the funda- 
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Fig. 2—Method of moving planimeter 
point in determining the coefficients of 
the $th harmonic 


mental, is enlarged photographically 
to a length of twelve inches, and a 
base line parallel to the time axis of 
the graph is then laid off in some con- 
venient position— usually at or 
slightly below the lowest point on the 
graph. The coefficients for any har- 
monic such as the nth may be deter- 
mined without the use of the analyzer 
by measuring the height of 2n equally 
spaced ordinates. An example is illus- 
trated in Figure 1, which shows a 
simple wave where the fundamental 
wavelength is from A to B—the two 
nearest recurrent points. The ordi- 
nates drawn are those employed for 
determining the cosine coefficients for 


259 


| 
| 
ii 
| 
| 
/ MN 
2 s @ 6 7 8 9 10 4 
4 
{ 
ve 
i 
ii 
| 


COSINE SINE i Coefficient bs is deter. 
COEFFICIENTS COEFFICIENTS _ mined in imi 
COSINES SINES a similar 
n Tan*Pn= an Bn + On = On Pr manner only the ten 
Pio =- 430 | QiI0=+D30 
: Pe beginning at x =o, be. 
in at xX =X/4n, orh 
-830 -b30 and 2 
7 P6= Q6= j 
8 +Di5 | of Figure 1. 
“bas the average height of 
4o the even-numbered 
ordinates is subtracted 
~azel from that of the odd. 
+D9 numbered ordinates, 
“ais To this difference the 
2) 2i f h 
|Z u |Z -ae7|__|-be7 sum of the 15th, 35th, 
z 15 etc., coefficients js 
-bio added and that of the 
22 25th, 45th, etc., sub- 
za] 2 «| wine tracted. Here also the 
#20 general expression for 
30 
ot the subscripts of the 
coefficients is n(2p +1), 
30 nie +b7 but in this case they 
are alternately added 
An,Bn = DIRECT PLANIMETER READINGS an be With the mechanical 
Pr,Qn = CORRECTIONS DUE TO ODD MULTIPLES | ~923 23 
ALL INDICATED ADDITIONS ARE ALGEBRAIC ~325 ~bas analyzer these itis 
of ordinates are meas- 
= = ured, averaged, and 


Fig. 3—One type of form that may be used for tabulating 
results, showing actual data for the §th harmonic 


the fifth harmonic. Mathematical 
analysis tells us that the coefficient a; 
is equal to the average height of the 
ordinates I, 3, 5, 7, 9 minus the 
average height of the ordinates, 2, 4, 
6, 8, and 10, minus also the coefh- 
CientS a15, aes, etc. The sub- 
scripts of these coefficients are given by 
the expression n(2p+1) where “p”’ 


takes successively all integral values, 
and ‘“‘n” is the harmonic being deter- 
mined. Since the higher frequencies are 
ordinarily negligible, however, there 
are not usually many of the higher co- 


efficients that need to be subtracted. 
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subtracted by the pla- 
nimeter in one opera- 
tion. The actual pro- 
cedure involved for the 
— taken is illustrated in Figure 
2. The pointer of the planimeter 1s 
first placed on the base line at x=o 
and the planimeter dial is set to zero. 
The pointer is then moved vertically 
up to the curve and then horizontally 
to ordinate 3; again vertically up (or 
down) to the curve, and so on to the 
curve at the ninth ordinate. From 
here the pointer is moved horizontally 
till over x=), or what would cor- 
respond to the ‘eleventh ordinate, and 
then vertically down to the base line. 
It is then moved back along the base 
line to the tenth ordinate, then ver- 
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tically up to the curve, then horizon- 
tally to the eighth ordinate and again 
to the curve and so on. From the 
curve at the second ordinate, the 
pointer is moved horizontally to the 
left a distance of \/n, then down to 
the base line and back to x =o. In the 
movements across from left to right 
to heights of the odd-numbered ordi- 
nates are measured and averaged, 
and in the similar motion from right 
to left the even-numbered are simi- 
larly measured and averaged, and be- 
cause of the reversal in direction of 
motion, the latter average is sub- 
tracted from the former. The result- 
ant indication on the planimeter dial 
is proportional to the difference of 
these two averages. 

In the complete analysis of a wave 
this process is carried out for each 
harmonic. The calculation and tabu- 
lation may be simplified by employing 
a form as shown on Figure 3. Here in 


with their proper signs to indicate 
whether they are to be subtracted from 
or added to A, and B, to yield a, and 
b,. For harmonics above the tenth, 
the lowest odd multiple harmonic is 
higher than the thirtieth and can 
usually be neglected and thus for 
harmonics above the tenth, A, is 
taken equal to a,. Data for the fifth 
harmonic have been entered on the 
forms but the rest has been left blank. 

The analyzer, set up for determin- 
ing the harmonics of a curve, is shown 
in the illustration at the head of this 
article, while the essential structural 
details are shown in Figure 4. The 
crossbar is mounted with the usual 
crossed cords to give it a motion 
parallel to its axis. The arm holding 
the pointer of the planimeter slides on 
the crossbar and is moved by pushing 
the rider, shown near the right end of 
the crossbar. In making an analysis, 
therefore, the operator controls the 


Fig. 4—Diagrammatic sketch 


of one form of the mechanical 
analyzer 


ENLARGED DETAIL OF “A” — SIMPLIFIED 
(REAR VIEW) 


the columns headed a, and b, are 
placed the coefficients as they are 
finally evaluated. Under A, and B, 
are placed the differences of the 
averaged ordinates as determined by 
the planimeter readings, while under 
P, and Q, are the sums of the co- 
efficients of odd multiple harmonics 
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vertical motion with her left hand and 
the horizontal with her right, as shown 
in the illustration at the head of this 
article. A locking lever controlled by 
the left hand holds the crossbar of the 
analyzer in a fixed position while the 
slider is being moved. 

To mark the positions of the various 


261 


| 
: 
LZ 
-- i 
--t 
aa \ 
- ‘ 
| 
i 
ve 
ii 
; 
| a 


ordinates at which the planimeter is 
moved up or down to the curve, per- 
forated strips are provided for fasten- 
ing to the top of the crossbar, and a 
ball roller in the end of the slider, 
dropping into the perforations, acts 
as a ratchet to indicate when the 
various ordinates are reached. In 
general there is one of these perfo- 
rated strips for each harmonic to be 
determined, although the number can 
be halved by utilizing both sides. 
These strips are held in a fixed posi- 
tion relative to the crossbar by a 
socket at the left and a dowel pin at 
the right end, and may readily be 
changed as desired. 

For any harmonic, such as the nth, 
there are 2n ordinates that must be 
measured to determine the cosine co- 
efficient and another set of 2n ordi- 
nates for the sine coefficient. For both 
sets the even-numbered ordinates are 
measured while moving the planim- 
eter in one direction across the board 
and the odd-numbered, in the other. 
Thus in each transit across the board 
only n ordinates are measured. Ad- 
vantage is taken of this fact to sim- 


plify the construction and operation 
of the analyzer by drilling the holes 
in the guiding strip a distance }/p 
rather than \/2n apart, and thus ap. 
proximately halving their number. 
Two additional holes are required, 
however; one half way between the 
last two and the other a quarter of the 
distance from the first to the second, 
The slider-with the ball ratchet that 
rides on these strips carries a rod to 
which is clamped the arm carrying 
the planimeter pointer, an arrange. 
ment which allows the position of the 
pointer to be adjusted. 

At the beginning of an analysis, the 
planimeter pointer is placed at posi- 
tion x=o and when at this position 
the ball will be in the first hole. The 
pointer is then moved up to the curve 
and then the slider is moved hori- 
zontally until the ball drops into the 
next hole, a distance of \/n, which 
brings the pointer to the next odd- 
numbered ordinate. This process is 
continued until the ball is in the last 
hole and the pointer on the base line 
under the last point. The pointer is 
then moved to the left until the ball 


BASE LINE 


16 


Fig. 5—Diagrammatic representation of adjustment for length of curve—proportions 
exaggerated to illustrate the principle to better effect 
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drops into theholehalf °° 

way between the last % sol 

two holes. Holding the 2 

pointer at this position 

the slider and the 2 

rod are moved back 207 

until the ball is again 

in the last hole. The 3 Ain| 

ball is now in position ol 
to guide the pointer to FREQUENCY IN CYCLES PER SECOND 

Fig. 6—Harmonic analysis of curve shown in headpiece 


nates on the return 

trip, but these ordinates are half way 
between those measured on the out- 
ward journey—thus giving the aver- 
age of the even-numbered ordinates 
that are shown in Figure 1. 

The process is similar for determin- 
ing the sine coefficient except that the 
hole quarter way from the first to the 
second hole is employed to get the 
correct position for the ordinates. The 
half way hole at the other end is used 
the same as for the cosine coefficients. 

Another interesting mechanical de- 
tail is incorporated because of the 
dificulty in obtaining a photographic 
enlargement of the original curve that 
is exactly twelve inches long. The ad- 
justment provided allows correct 
measurements to be made of a curve 
differing in length by as much as 3 
inch from twelve inches—an adjust- 
ment ample to correct for any ordi- 
nary inaccuracy in the enlargement. 
The arm that holds the planimeter is 
L shaped with the long branch carry- 
ing the pointer, and is pivoted at the 
corner of the L to the slider. A stud at 
the end of the short branch of the L 
rides along a flat brass strip pivoted 
to the crossbar at the middle of the 
span. This brass strip may be clamped 
in a slanting position relative to the 
crossbar in either direction. 
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The diagram of this construction 
in Figure 5 illustrates the manner in 
which it adjusts for small variations 
in length of the graph. The upper 
sketch shows the position of the brass 
strip when the graph is longer than 
twelve inches and the lower one, when 
it is shorter than twelve. 

With this arrangement the total 
horizontal distance moved by the 
planimeter point may be more or less 
than twelve inches, but whatever the 
distance, it is divided evenly by the 
stopping positions of the ball ratchet 
of the slider. 

The results of a harmonic analysis 
of the curve shown in the headpiece 
are given in Figure 6, which shows 
the relative magnitudes of the various 
harmonics up to the thirtieth. The 
prominence of the fourth harmonic, 
indicated in the analysis, is plainly 
evident from the four peaks of the 
curve, and the power in the wave is 
concentrated in the frequency region 
where the harmonics show the great- 
est amplitude. The ease with which 
analyzers of this type can be built, 
the simplicity of operation, and the 
large amount of information their use 
yields make them particularly at- 
tractive for a variety of work in 
acoustic and communication studies. 
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A Telephone Set for Outdoor Use 


By W. J. THAYER 
Telephone Apparatus Development 


UT-OF-DOOR telephone serv- 
ice is required to a con- 
siderable extent by police and 

fire departments, at taxicab stations, 
and by watchmen. For this service 
there has been available the set 
shown at the left of Figure 1, which 
has been extensively used with satis- 
faction. Within a heavy cast iron 
box was housed a deskstand trans- 
mitter and receiver together with the 
ringer and accessory apparatus. To 
obtain certain improved features pos- 
‘sible through recent developments, 
however, as well as a more pleasing 
appearance, a new set, known as the 
300 type, has recently been developed. 

One of the differentiating features 
of the new development, shown in the 
illustration at the head of this article, 
is that it employs a handset con- 
nected to the set by a waterproof 
cord. The dial provided has a large 


external number plate to make the 
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digits and letters more plainly visible. 

The semi-oval form, with a long lip 
for a handle on the outer door which 
balances the hinge on the opposite 
side, makes a pleasing appearance. 
The new set has a cast aluminum 
housing divided by an inner door into 
a rear and front compartment. The 
switchhook projects through the upper 
part of this inner door and carries the 
handset, and a dial or apparatus blank 
is mounted near the center of the door. 
At the bottom of the door, barely 
visible behind the transmitter of the 
handset in the illustration, is a pad 
holder, placed at an angle for con- 
venience in writing and provided with 
a spring clip for holding a pad, and on 
the inside of the door is a metal frame 
which holds an instruction card. A 
spring catch holds the outer door 
shut when the set is not being used. 
The outer door may be opened by 


pulling the handle at the right of the 
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set. Associated with 
the spring catch is a 
lock which permits 
locking the set against 
possible use by unau- 
thorized persons. 
Within the rear com- 
partment, shown 
Figure 2, is the talking 
and signaling appara- 
tus, consisting of an 
induction coil, a con- 
denser, and the ringer, 
and provision is made 
for the installation of 
a relay when auxiliary 
signals are required. 
The gongs of the ringer 
extend through an 
opening in the bottom 
of the housing, which is provided with 
a removable cover with screened 
louvers to secure maximum audibility 
and at the same time provide protec- 
tion against storms. To allow the 
cover to be readily removed for ad- 
justments of the gongs, only a single 
screw is employed to fasten it, and the 
screw is designed to remain in place 
when the cover is removed—thus 
eliminating possible loss. When loud 


Fig. 1—At the left is the earlier, 530A, type subscriber set, 


Fig. 2—The screw plugs at the top and bottom of the set 
block threaded holes left for the conduit through which the 


connecting wires are carried 


ringing telephone bells are used, a 
switch may be provided below and to 
the left of the dial, as shown in the 
illustration at the head of this article, 
to cut them in or out of the circuit as 
desired. 

The handset employed differs from 
the more usual type in that the trans- 
mitter is protected from the entrance 
of moisture by a rubber membrane. 
This construction has previously 
been described in the 
Recorp*, although as 
applied to an oper- 
ator’s transmitter in- 
stead of the usual sta- 
tion handset. 

Although the hous- 
ing is not waterproof 
in the sense that water 
could not be forced 
into it, ample protec- 
tion is afforded against 
all usual weather con- 
ditions. The outer door, 


and at the right, the new. A Western Electric nameplate will which is of sheet steel 


replace the Bell System nameplate on sets sold to users outside 


of the Bell System 
May 1935 
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for reasons of strength, fits closely 
over a projecting flange on the-hous- 
ing which forms a barrier against the 
entrance of water, and additional 
protection is provided by a hood— 
another flange on the housing—pro- 
jecting over the top of the door. 
Spring hinges insure that the door 
cannot be left open, thus exposing the 
apparatus to storm through careless- 
ness, and a small hole in the bottom 
of the front part of the housing 
permits any small amounts of water 
that may gain entrance to run out 
without entering the rear compart- 
ment. An actual test in which severe 
rain conditions were simulated by a 
shower sprayed on the set at a 45- 


degree angle for fifteen minutes re. 
sulted in but a single drop of water 
entering the front compartment; none 
was found in the rear compartment, 

To make the installation of the set 
easy, a mounting bracket has been 
designed with a series of mounting 
holes which will take care of ordinary 
conditions encountered in mounting 
on fences, buildings, etc. This bracket 
is not a component part of the 
telephone set, however, but is fur- 
nished as a separate piece of apparatus 
when required. The ease with which 
this new set may be transported and 
installed, because of its light weight 
and small size, as well as its improved 
equipment, should result in wide use. 


H. W. Hermance, in the microchemical laboratory, prepares apparatus for a deter- 
mination of minute quantities of arsenic 
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A General-Purpose Frequency Analyzer 


By T. G. CASTNER 


Wire Transmission Research 


INCE the “Noise Abatement 

Commission” made its study of 
hJ the sources of noise in the streets 
of New York City various other cities 
and agencies have become interested 
in noises, their measurement and re- 
duction. Experience has shown the 
need for a noise analyzer which can 
readily be transported from place to 
place. For the New York survey it 
was necessary to carry around band 
filters weighing about one hundred 
pounds, as well as equipment for 
measuring the total noise, to obtain a 
somewhat crude form of analysis us- 
ing only four frequency bands. Much 
more complete band frequency analy- 
ses of speech, music, and noise have 
been obtained in laboratory setups, 
but they have required equipment 
which is decidedly non-portable. 
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Two types of audio-frequency 
analysis are commonly of interest in 
noise abatement work. These are a 
discrete frequency analysis, in which 
the measurement of the frequency and 
amplitude of the important compo- 
nents of a complex wave is made, and 
a band frequency analysis, in which 
the energy in arbitrarily chosen fre- 
quency bands is measured. To be 
generally useful, therefore, a portable 
frequency analyzer should be capable 
of measuring discrete frequencies as 
well as the energy over convenient 
bands. At the start of the investiga- 
tion of the possibility of developing 
such an analyzer, no ready means of 
obtaining the desired characteristics 
in a single portable instrument were 
evident. Fortunately, as a result of 
extensive research on the _piezo- 
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This model of the 
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analyzer has received a 
large amount of use jn 


w 


a wide variety of lab. 
oratory work during 


/ the last two years, and 


/ in addition has been 


employed on a number 
of noise investigations 


\ WIDTH. 
20 


outside of the Labora. 


tories. In the labora- 


LOSS FROM MID-BAND IN DECIBELS 


tory, studies have been 
made of such things as 


/ 


noise mechanical 
apparatus, of room 


1000 800 600 400 200 \e) 200 400 


FREQUENCY IN CYCLES PER SECOND FROM MID-BAND 


600 800 1000 noise in typical offices 
in the Laboratories, of 


Fig. 1—Characteristics of the two filters employed in the modulation in carbon 
experimental model of the analyzer transmitters, and of 


electric properties of crystals, a new 
type of band pass filter, employing 
quartz crystals as elements, became 
available in 1930. With this type of 
filter, band widths ranging from two 
or three to several thousand cycles 
can readily be obtained by employing 
a suitable analyzer circuit and operat- 
ing frequency. 

A model of a frequency-analyzer 
unit employing filters of this type, 
was completed early in 1932. It was 
designed for use with the sound 
meter*, since in most noise-measuring 
work a measurement of the total 
noise is desired as well as an analysis 
of the noise. This procedure greatly 
reduced the amount of apparatus re- 
quired for the analyzer unit and so 
contributed to its portability. In the 
headpiece an experimental model of 
the analyzer unit is shown set up for 
use with the sound meter for an 
analysis of the noise of a small motor. 
As with the sound meter, the battery 
supply for the analyzer is contained 
in a separate carrying case. 

*Recorp, May, 1932, p. 334- 
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sound recording and 
reproducing. The field work has in- 
cluded such unusual jobs as the 
analysis of propeller and motor noise 
on a rigid dirigible and on the Lab- 
oratories airplanes; the analysis of 
noise on the flying deck of an air- 
craft carrier, in the cab of a moving 
locomotive, on subway cars, and in 
the Holland tunnel; and of motor 
knock in a moving automobile. 
Both a 22-cycle and a 5o00-cycle 
band are available in the experimental 
analyzer unit, and may be used in any 
part of the frequency range from 30 
to 9,000 cycles per second. These 
band widths could readily be changed 
to other values if desired and the total 
frequency range could be extended. 
The 22-cycle band is narrow enough 
to pick out dominant single frequen- 
cies and thus serves for the discrete 
frequency analysis, while the wider 
band, which can be shifted to any 
part ‘of the audible-frequency spec- 
trum, gives the band analysis. The 
filters have discrimination charac- 
teristics as shown in Figure 1. 
The operation of the analyzer may 
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be explained by reference to Figure 2, 
which shows a block schematic of the 
combination of sound meter, fre- 
quency analyzer, and calibrating cir- 
cuit. The acoustic wave to be ana- 
lyzed is picked up by the microphone 
of the sound meter, and passes through 
the sound meter amplifier and fre- 
quency-weighting network into the 
frequency-analyzer unit. This con- 
sists of a modulator, an oscillator 
which may be varied from 40 to 49.6 
kc, the two crystal filters, a demodu- 
lator, and a single-stage amplifier. 
From this amplifier the passed band— 
now returned to audible frequencies— 
returns to the sound meter, passing 
through the two-stage amplifier and 
rectifier, to the indicating meter. 
Crystals have naturally high fre- 
quencies of oscillation and the two 
crystal filters provided have mid- 
band frequencies of 40 kc. The pur- 
pose of the modulator and demodu- 
lator is to raise the audible frequen- 
cies up to the neighborhood of 40 ke 
for passage through the filter and 
then to lower them to their original 


CALIBRATING 
RECEIVER 


values for measurement. The modu- 
lator is of the balanced rectifier type 
with the oscillator frequency intro- 
duced in the mid-branch. This type 
was chosen to save space, weight, and 
battery supply. 

The various products of modula- 
tion are v, (c+v), (2c+Vv), 3V, etc., 
where v stands for a band of voice 
frequencies and c for the oscillator 
frequency. Since the mid-point of the 
filters is 40 ke and the oscillator fre- 
quency may be from 40 to 49.6 kc, 
the only one of these products that 
can pass through the filters is (c-v). 
At the middle of the passed band, 
therefore, (c-V) =40 or by transposi- 
tion V=c-40, where V is the voice 
frequency at the middle of the passed 
band. By varying the value of c from 
40 to 49.6 kc, the middle voice fre- 
quency passed can thus be made any- 
thing from o up to 9.6 ke. The effect of 
changing the oscillator frequency is 
thus to move the filter along the 
audible spectrum—making it possible 
to place the band at any point of the 
available spectrum. This is indicated 
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Fig. 2—Block diagram of Srequency analyzer showing its inter-connection with the 
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graphically in Figure 3 where the 
voice spectrum is shown below and 
the possible oscillator frequencies on 
the scale above it, above which are in- 
dicated both the wide and narrow 
band filters. The values marked along 
the oscillator scales are those required 
to bring the band over the section of 
the voice spectrum that is immedi- 
ately below it. 

The oscillator output voltage is fed 
into two “buffer” amplifier tubes 
through properly chosen series and 
shunt grid resistances. These tubes in 
turn supply oscillator-frequency en- 
ergy to the modulator and demodu- 
lator. This arrangement greatly de- 
creases the coupling between the 
modulator and demodulator other 
than that provided by the filter so 
that it is possible to realize almost all 
of the calculated selectivity of the 
filters that are utilized. 

The wave components selected by 
the filter are applied to the grid of the 
second “buffer” amplifier tube which 
in addition serves to amplify the 
carrier-frequency energy required for 
the demodulator. The demodulator is 
also of the rectifier type. With the 
band of frequencies passed by the 
filter, (c-v), and the oscillator fre- 
quency c applied to the demodulator, 
the resultant frequencies appearing 
across the low-impedance side of the 
audio-frequency input transformer in 
the mid-branch of the demodulator 
are (c-v) +c, 2(c-v), 2c, etc., of which 
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Fig. 4—Typical results obtained by the new 

frequency analyzer. Above—noise From 

engines of a dirigible; Below—noise from 
Laboratories plane 


(c-v)-c or v, is the only one having a 
frequency low enough to be passed 
by the following audio frequency 
amplifier. Overall measurements of 
the sound meter and analyzer at fre- 
quencies near 1,000 cycles show the 
harmonics of v to be at least so db 
down from the fundamental when the 
modulator is properly balanced. 
The measurement of the selected 
wave components at their original 
frequencies, which is made possible 
by the use of demodulation, has the 
advantage of using the last two stages 
of amplification in the sound meter 
with the output rectifier and meter. If 
demodulation were not employed, 
this equipment would have to be du- 
plicated, with a corresponding in- 
crease in weight. Another advantage 
of the use of demodulation is that any 
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Fig. 3—By varying the oscillator frequency from 40 to 49.6 kc, the mid-point of the 
filter can in effect be moved to any point of the audible range 
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carrier frequency leak from the modu- 
lator or demodulator, since it results 
in a zero frequency component in the 
output of the demodulator, contrib- 
utes nothing to the reading of the 
indicating meter. This permits the 
analysis of lower frequencies without 
the severe requirement of a very well 
balanced modulator. 

Still another and important ad- 
vantage of demodulation is that it 
makes it possible to observe aurally 
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Fig. s—Room notse in a number of offices 


the band of frequencies selected from 
the audio frequency spectrum. This 
feature allows the operator to obtain 
more detailed information on the 
sound being studied. If, for example, a 
selected component is varying several 
db on the indicating 


cludes a single-stage audio-frequency 
amplifier which is used to make up 
for the transmission loss in the modu- 
lators and filter. Since the narrow- 
band filter has a somewhat different 
transmission loss in the pass band 
than does the wide band, a tapped re- 
sistance in the amplifier is changed by 
one of the same switches used for 
changing from one filter to the other. 
The amplifier gain is adjusted so that 
with either filter in the circuit the 
overall gain for the analyzer unit as a 
whole is zero in the filter pass band. 
The selected components are then 
read on the indicating meter in the 
sound-meter output circuit after a 
suitable adjustment of the sound- 
meter measuring gain control. 

If it is desired to obtain the abso- 
lute magnitude of selected compo- 
nents, rather than those resulting 
from the effect of the frequency- 
weighting network, the observed 
values may readily be corrected from 
the known characteristics of the net- 
work. Similar corrections may also be 
made if desired for the departure 
from uniformity of the analyzer fre- 
quency response characteristic. 
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The calibration of the analyzer for 
gain is ordinarily made with the as- 
sistance of the oscillator in the sound- 
meter battery box. In the calibration 
for frequency, the frequency dial is 
set on zero, using the narrow band, 
and the meter provided for measuring 
filament current is switched to meas- 
ure the direct current in the common 
branch of the demodulator. The 
frequency-calibrating condenser is 
then adjusted to make the reading of 
this meter a minimum. Under this 
condition the oscillator frequency is 
almost the same as the mid-band fre- 
quency of the filter since the dip in 
meter reading is due to the out-of- 
phase combination of the oscillator- 
frequency leak from the modulator 
through the filter with the oscillator 
frequency supplied to the demodu- 
lator. If a more exact check on the 
frequency calibration is required, an 
external calibrated audio-frequency 
oscillator may be applied to the ana- 
lyzer through the sound meter or 
other input circuit. 

The four 264A Vacuum Tubes used 
in the analyzer unit obtain their fila- 
ment power from six standard dry 
cells and their plate power from four 
small 221%4-volt batteries, all con- 
tained in a separate battery box, 
which weighs approximately 30 
pounds. The weight of the experi- 
mental analyzer is about 47 pounds. 


Typical results that have been ob. 
tained by the use of this meter are 
shown in the following illustrations. 
In Figure 4, the upper curve gives the 
energy distribution in 500-cycle bands 
of the noise from one of the engines of 
a dirigible, while the lower curve 
shows results obtained from the Lab. 
oratories plane. Both are plotted 
against an ordinate scale of pressure 
in db above 10-'® watts per square 
centimeter. 

The curve that is given in Figure 5 
shows the average of noise measure- 
ments in a number of offices at 463 
West Street and at 195 Broadway. 
This curve is plotted in db relative 
to the sound pressure at . 00 cycles 
per second, and thus shows the distri- 
bution of the measured noise over the 
frequency spectrum rather than its 
absolute level. 

Figure 6 shows the use of the noise 
analyzer to determine the effective- 
ness of sound-proofing on an exhaust 
fan. The so0-cycle band filter was 
employed in securing the data. The 
sound-proofing material produced a 
loss of between 15 and 20 db through- 
out the audible range. The great value 
of this type of study is not only that 
it gives an indication of the general 
lowering of noise resulting from insu- 
lation, but that it would clearly show 
if the material were less effective at 
some frequencies than at others. 
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Apparatus used in the 
chemical laboratories for 
micro-distillation. 


I] 


A bay in the Long 
Lines test room in Cleve- 
land where trials under 
field conditions have been 
conducted by Labora- 
tories engineers. The 
panels in the foreground 
carry frequency conver- 
sion circuits for an ex- 
perimental service of ref- 
erence frequency. 
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Hundred-watt radio 
transmitter for police 
use, designed by the Lab- 
oratories for the Western 
Electric Company. 


IV 


Experimental tube 
used to study electrical 
breakdown in high 


vacuum. 
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News of the Month 


DR. JEWETT ON SPECIAL 
DIRIGIBLE BOARD 


F. B. Jewett has been appointed to a 
special service board to investigate 
lighter-than-air craft; and the future of 
dirigibles in the United States will be de- 
cided largely by that board’s recommen- 
dations. This body is composed of eight 
scientists and engineering experts ap- 
pointed by Dr. Karl T. Compton, chair- 
man of the Navy’s Science Advisory 
Board and announced recently by Secre- 
tary of the Navy Claude Swanson, who 
said the study would include the design 
and construction of dirigibles for both 
commercial and military purposes. 


A. T. & T. ANNIVERSARY 
BROADCAST 


Members OF THE Laboratories listened 
with interest on Sunday evening, April 
28, to a special radio program celebrating 
the fiftieth anniversary of the American 
Telephone and Telegraph Company which 
was broadcast over a nationwide chain of 
approximately ninety stations of the 
WABC-Columbia Network. 


DAVID LEVINGER DESCRIBES 

MANUFACTURING METHODS 

Daviv Levincer, Engineer of Manu- 
facture of the Western Electric Company, 
spoke before about 550 members of the 
Laboratories in the auditorium March 26 
on Progress in the Engineering of Manu- 
facturing Processes. This talk was ar- 
ranged by A. D. Hargan, instructor, in 
cooperation with the Educational De- 
partment as the concluding session of the 
season in the Out-of-Hour course on 
Manufacturing Methods. Since this sub- 
ject is closely associated with the work of 
many development departments, the 
program was arranged as a special feature 
open to all Laboratories members. 
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Mr. Levinger gave a very interesting 
and instructive description of modern 
trends in the field and pointed out the 
advantages gained through close associa- 
tion of the development and manufactur- 
ing organizations. He also extended a 
welcome to members of the Laboratories 
who find it possible to observe processes 
first hand by visiting Western Electric 
plants. Anumber of slides and several reels 
of motion pictures were used to illustrate 
many of the features that he discussed. 

At the opening, Mr. Levinger presented 
to Mr. Hargan, in behalf of the Manu- 
facturing Methods class, a certificate 
signed by eighty-three members in ap- 
preciation of his helpful presentation of 
the course during the year 1934-1935. 


COLLOQUIUM 

On Marcu 18, Dr. W. F. G. Swann, 
director of the Bartol Research Founda- 
tion of the Franklin Institute, addressed 
the Bell Laboratories Colloquium on 
The Nature and Properties of the Primary 
Cosmic Radiation. 

K. K. Darrow at the April 1 meet- 
ing spoke on the subject of Quantum- 
Mechanical Resonance. As treated in 
modern physics, resonance is a peculiar 
feature of quantum mechanics and ap- 
pears in a vast variety of problems. Dr. 
Darrow’s review of this subject was of 
unusual interest to the members of the 
Colloquium. 

The following officers have been elected 
for 1935-1936: Harvey Fletcher, presi- 
dent; H. E. Mendenhall, vice-president; 
and W. H. Brattain, secretary. 


NEWS NOTES 
I. B. Jewerr was guest of honor at the 
annual meeting of the New York Chapter 
of Carnegie Tech Alumni Association at 
the George Washington Hotel. He spoke 
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on the work of the Carnegie Tech Board 
of Trustees, of which he is a member. 

Dr. Jewett was an honorary pall- 
bearer at the funeral of Stanley B. 
Holmes, vice-president of the Western 
Electric Company, who died on March31. 

On Marcu 29, Dr. Jewett, R. L. Jones, 
T. E. Shea, H. C. Curl, F. X. Retten- 
meyer and J. G. Nordahl attended the 
annual dinner of the American Society of 
Naval Engineers held in Washington. 

W. B. Wattace, who completed forty- 
five years of Bell System service on April 
11, was guest of honor at a luncheon com- 
memorating this service, attended by 
F. B. Jewett, E. H. Colpitts, J. W. Farrell, 
J. S. Hartnett, W. B. Sanford, E. J. 
Santry, H. S. Sheppard and S. H. Willard. 
Dr. Jewett presented Mr. Wallace with a 
nine-star service button mounted on a 
ring. J. E. Moravec and B. B. Webb were 
unable to attend this luncheon as they 
were out of town. 

THE SPRING MEETING of the American 
Society for Testing Materials, held in 
Philadelphia, was attended by J. B. 
Dixon, F. F. Farnsworth, C. H. Greenall, 


C. S. Gordon, C. D. Hocker, J. R. Town. 
send and W. H. S. Youry. 

E. L. and R. A. Cusumay 
visited Washington to discuss several 
radio problems with engineers of the 
Federal Communications Commission. 

R. D. Parker and F. J. Stncer, with 
J. A. Duncan, A. F. Kelley and C, [, 
Brown of the Long Lines Department and 
F.S. James of the O. & E. Department of 
the A. T. and T. Company were in Pitts- 
burgh to observe the operation of the 
new No. 3A Teletypewriter Switchboard, 

M. R. Purvis went to Washington, 
Pittsburgh, Cleveland and Chicago to 
make observations on the performance of 
telegraph relays and to note the results of 
a field trial of relay maintenance methods, 
L. R. Douglas of the Long Lines Depart- 
ment accompanied Mr. Purvis to Wash- 
ington and Pittsburgh. 

R. K. Honaman and L. K. Swarr 
spent a few days in Harrisburg, discussing 
with the engineers of the Bell Telephone 
Company of Pennsylvania a trial instal- 
lation of unit-type relay protectors and 
an automatic device for voltage recording 


A. F. Dixon, Lyman F. Morehouse, F. B. Fewett and E. H. Colpitts at a farewell 
luncheon for Mr. Morehouse, who sailed for England the latter part of March. He 1s 
to be the Technical Representative in Europe of the American Telephone and Telegraph 
Company and the Laboratories, succeeding H. E. Shreeve who is planning to retire 
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which involves “the use of a gas tube. 

K. E. Goutp was in Georgia during the 
first week of April to inspect possible lo- 
cations for making coupling tests under 
transient conditions on direct current 
circuits. The work is being done in con- 
nection with the railway electrification 
studies of the Protection Development 


Department. 


W. W. ScHoRMANN and Miss OLIvE 
BusHNELL attended the sixth annual 
Greater New York Safety Conference 
held at the Hotel Pennsylvania. Mr. 
Schormann was a member of the At- 
tendance Committee. 

DuRING MARCH patents were issued to 
the following members of the 


oratories: 
G. E. Atkins (2) 
W. J. Adams, Jr. (3) 
G. W. Barnes 
J. A. Becker 
H. T. Budenbom 
P. G. Edwards 
J. W. Gooderham 
L. N. Hampton (2) 
H. E. Ives 

S. Johnson 

F. Koerner 

E. Legg 

W. A. Marrison 


K. 
L. 


T. A. McCann 


E. D. Mead 

R. A. Miller 

E. Peterson 

G. H. Peterson 
A. G. Russell 

D. D. Robertson 
A. L. Stilwell 

R. L. Stokely 
H. M. Stoller 

L. K. Swart 

M. Sultzer 

C. L. Van Inwagen, Jr. (2) 


A. V. Wurmser 

Miss Gratia L. Proury has been ap- 
pointed chairman of the Literature Com- 
mittee of the Personnel Club of New 
York. This committee is responsible for 
publication of the Club’s Bulletin con- 
taining extracts of various reports and 
books of interest to the members of the 


Personnel Club. 


J. F. McEnegany, F. M. Notan, J. W. 
ScHMIED and W. F. Simpson represented 
the Laboratories in interference pro- 
ceedings before the Primary Examiners at 
the Patent Office; W. J. O’Neill before 
the Examiner of Interferences and J. W. 
Schmied before the Board of Appeals. 

Various orrices of the New England 
Telephone and Telegraph Company were 
visited by R. E. Drake, G. A. Wahl and 
W. C. Buckland in connection with the 
study of hand telephone sets. 

W. C. Jones was in Hawthorne on 
station instruments problems. 
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W. B. Wallace on April 11 completed 
forty-five years of Bell System service 


C. H. G. Gray made a survey of testing 
machines for transmission instruments at 
Hawthorne. 

H. E. Ives delivered a lecture Optical 
Problems of Third Dimensional Movies at 
Smith College on March 15. 

H. E.. VauGHAN spent several days at 
St. Louis on the experimental installation 
of a “’Tonlar’”—an automatic device for 
adjusting the transmission level of a 
long telephone circuit. 

D. H. Rinc and C. B. FELDMAN gave a 
demonstration of recently developed radio 
testing apparatus at a meeting of the 
Radio Colloquium, held at the Holmdel 
Radio Station of the Laboratories. 

H. FLercHer with the assistance of 
W. B. Snow and D. FE. Wheeler delivered 
a lecture, Newer Concepts of the Pitch, 
the Loudness and the Timbre of Musical 
Tones, at the Franklin Institute in Phila- 
delphia. H. B. Ely also attended this 
meeting. 

K. K. Darrow spoke on Nuclear 
Chemistry before sections of the American 
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Chemical Society in Pittsburgh and in 
Detroit. On this trip he also visited the 
University of Chicago. 

R. M. Burns and G. T. Kouman at- 
tended a special conference on condensers 
held at Hawthorne. 

G. T. Konman and A. N. Ho.pen 
visited the Chemical and Geological De- 
partments of Yale University to discuss 
problems connected with the growing of 
crystals. 

A. E. Scuun attended a conference 
held at Hawthorne on die casting and 
molding plastics and their uses in tele- 
phone apparatus. 

J. M. Fincu attended a meeting of 
Committee D-9 of the A. S. T. M. on 
insulating materials, held in New York. 

A paint symposium of the A. S. T. M. 


Eugene Sullivan and Martin White at the West 
Street entrance. On April 8, the watchmen, ushers 
and elevator men of the Laboratories donned new 


uniforms of this modern cut 


[iv] 


held in Philadelphia was attended by 
C. C. Hipkins and H. G. Arlt. C.L. Hin 
pensteel attended the regional comely 
meetings of the A. S. T. M. 

. E. Harris visited the Point Breeze 
Works to discuss drop wire alloys. 

G. T. Forp and B. M. Bouman in. 
spected trial installations of an im. 
proved plug shelf for trunk switchboards 
at Nutley and Union City, New Jersey, 

V. T. has been in Pitts. 
burgh testing automatically started gas- 
oline engines for emergency power 
supply. 

F. F. Steperr and J. H. visited 
the Electric Specialty Company’s factory 
at Stamford in connection with motor 
generator sets used with telephotograph 
equipment. 

H.M.Spicer, in Boston, discussed 
motor driven switches for emergency 
cells with the Albert and J. M. An- 
derson Manufacturing Company. 

J. H. visited telephotograph 
power plants at Dayton, Baltimore 
and Washington. 

F. T. Forster went to Stamford 
to inspect a trial installation of 
storage battery equipment. 

T. E. Sura discussed new de- 
velopments with the Bureau of 
Engineering of the U. S. Navy in 
Washington. 

A. R. Kemp and S. MAL visit- 
ed the DuPont Laboratories in 
Wilmington to investigate new de- 
velopments pertaining to accelera- 
tors and antioxidants for rubber. 
Mr. Malm was also in Chicago in 
connection with the development 
of a new grade of hard rubber for 
insulating coaxial cable supports. 

R. GuENTHER visited New Haven 
and Hartford in preparation for pre- 
liminary field trials in cooperation 
with the engineers of the Southern 
New England Telephone Company 
on ringer remagnetization and dial 
percent break measuring methods 
for use at subscribers’ stations and 
in associated companies’ recovery 
shops. 
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A. K. ForsytH, a former member of 
the drafting and specifications group of 
the Apparatus Development Depart- 
ment, died on April 15. Mr. Forsyth re- 
tired on December 9, 1933, after thirty 
years’ active service with the Bell System. 
"0. L. Watrer was at Hawthorne in 
connection with the construction of new 
equipment for vessels of the U. S. Navy. 


W. R. Luther on April 18 
completed thirty years’ service 
with associated companies, 
the Western Electric Com- 
pany and the Laboratories 


E. S. Wituis and A. W. ZIEGLER, at 
Kearny, discussed the manufacture of 
channel filters for the trial installation of 
an improved carrier system. 

J. R. Townsenp and W.W. 
WERRING were in Hawthorne 
attending conferences on mold- 
ing and die-casting. 

C. E. NELson spent several 
days in Louisville, investigat- 
ing various step-by-step banks. 

D. W. Marutson was at 
Hawthorne on the manufac- 
ture of coin collector relays. 

Ar VARIOUS TIMES recently 
several members of the Lab- 
oratories visited the Weston 
Electrical Instrument Corp- 
oration in Newark. F. H. Best, 
G. C. Crawford, O. H. Daniel- 
son, G. F. Shulze and C. F. 
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R. M. Burns 


Swasey discussed with Weston engi- 
neers the design and manufacture of 
a new recording meter. J. W. Beyer, 
R. W. Chestnut and C. I. Swasey investi- 
gated voltage relay problems. L. A. 
Leatherman, A. H. Richardson, F. F. 
Siebert, H. M. Spicer, C. F. Swasey and 
R. L. Young with P. Woollcott of the 
A. T. and T. Company and H. kK. 
Downing of the Western Electric Com- 
pany Installation Department discussed 
several problems connected with the use 
of meters in power equipment. 

A. K. Leupoup and A. L. Sinciair of 
Hawthorne and R. B. Kuno of Point 
Breeze were visitors at the Laboratories 
to discuss manufacturing problems with 
our engineers. 

H. I. Bearpsiey and J. M. Haywarp 
visited the Queensboro Works on the 
manufacture of a new cabinet for storing 
telephone directories. 

H. K. Krantz and R. G. 
were at the Newark toll office of the New 
Jersey Bell Telephone Company on a 
service trial of the new plug cleaning 
machine which is motor driven. 

R. M. Burns spoke before the Chicago 
Chapter of the American Society for 
Metals and invited guests on The Pro- 
tection of Metals from Corrosion. In the 
course of his address he covered the pro- 
cess or mechanism of corrosion; the 
nature of corrosion resistant films; the 
protection afforded by zinc, cadmium, 


W. E. Campbell 
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SCIENCE 
CUT$ CORNER 


| LETS MAKE 
| i IT BETTER” 


in the Bell 
Loboratories 
4008 tromed 
workers 
sonctantl oF. 
improvements 
in tetephone 
equipment... 
hat you moy 
have better 
service ata 
fair cost 


ResearcH Work Forms THEME oF DispLays 


Two of a series of window displays designed and used by the Southwestern Bell 

Telephone Company stress the work done by the Laboratories and employ decorative 

motives drawn from illustrations in the Recorv. These are typical of the displays 
used by the various operating companies throughout the country 
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nickel, chromium and tin coatings; the 
principal protective organic coatings and 
their effectiveness; and methods of cor- 
rosion testing for determining the pro- 
tective value of both metallic and or- 
ganic coatings. 

W. E. CampBELL gave a talk on lubri- 
cation before members and guests of 
the Columbia Chemical Colloquium on 
April 3. He gave a historical survey of 
lubrication theory and demonstrated the 
distinction between fluid film and ad- 
sorbed film lubrication. The use of static 
friction measurements for adsorbed film 
lubrication studies was discussed and a 
resumé of experimental contributions 
given. The effect of moisture and of oxide 
and sulphide films on the static friction 
between lubricated and unlubricated sur- 
faces was also covered. 


TWENTY-FIVE YEARS of service in the 
Western Electric Company and Labora- 
tories were completed by L. E. 
Dickinson on the first of last 
month. Graduating from the 
Worcester Polytechnic Institute 
in 1903 with the degree of B.S., 
Mr. Dickinson came to the West- 
ern Electric Company in 1910, 
having spent the intervening 
years with other electrical con- 
cerns. His immediate work was 
in the Physical Laboratory on 
the development of heat coils, 
magnet wire, switchboard cable 
and magnetic materials. Seven 
years later he transferred to the 
Apparatus Design Department 
where he was interested primarily 
in the design features of such ap- 
paratus and in materials. During 
the War he aided in the develop- 
ment and testing of submarine 
detectors and field telegraph sets. 
In 1924 he became connected 
with the General Development 
Laboratory where he was con- 
cerned with telephone protection 
problems. Three years later he 
assumed his present position in 


tus analysis of step-by-step and panel 
apparatus and of base-metal contacts. 
During the past few years he has been 
particularly interested in the analysis 
and testing of various models of station 
handsets. 

W. B. Hoses and M. L. Lanpretu of 
Hawthorne visited the Laboratories to 
discuss the manufacture of coin collectors. 

R. M. Sampte spoke on Photomicrog- 
raphy, a Scientific Implement in In- 
dustry at a sectional meeting of the 
American Society of Mechanical Engi- 
neers in New York. 

At Point Breeze, drop wire conductor 
problems were discussed by C. S. Gordon, 
J. E. Harris and D. A. Quarles with rep- 
resentatives of the Western Electric 
Company and the Nassau Smelting and 
Refining Company. 

PROBLEMS CONCERNING cable terminals 
and protectors, manufactured by the 


the Telephone Apparatus Devel- Radio beacon panel, installed at WOR’s new station 
opment Department on appara- at Carteret, described in last month’s news pages 
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Western Electric Company, took L. W. 
Kelsay to the Point Breeze Works. ~ 

J.T. Lowe and J. A. Rarra, with E. C. 
Williams of the A. T. and T. Company 
visited the New Jersey Bell Telephone 
Company to consider problems relating 
to design of tools for outside plant use. 

G. F. Fow.er has been appointed a 
member of the Tellers Committee of the 
American Institute of Electrical Engi- 
neers, and of the Nominating Committee 
of the New York Electrical Society. 

AIRCRAFT EQUIPMENT at Roosevelt 
Field, Long Island, was inspected by 
C. B. Aiken, J. C. Bain, B. O. Browne 
and G. Matejka. 


R. C. Cartron and A. D. Licuort, 


with O. B. Brymer and F. H. Gademan of 
the Western Electric Company, inspected 
a $0-watt transmitter at the U. S. Light. 
house Station, Edgemoor, Delaware. 

Rapio_ projects involving various 
government departments took J. M, 
Henry, J. D. Kleinkauf, D. K. Martin 
and J. G. Nordahl to Washington. 

W. L. Trerney coordinated the activi. 
ties of the Laboratories during “ Newark 
on Parade”’ week. 

F. H. McInrosu supervised the mobile 
equipment and O. W. Towner the head- 
quarters and transmitting equipment. 

TWENTY YEARS’ service in the Bell 
System were completed by Ernest 
Harms on the fifth of last month. 


Popular Exposition in the Communications Field 


Most of the fields of human rnowledge have at the present 


time become highly specialized and technically intricate. 
The communications field is no exception to the rule and 
probably surpasses many others in these respects. It is, 
therefore, amazing to find a treatise on this field expressly 
written for the general reader. More surprising still is the 
fact that the author succeeds in describing the field ac- 
curately and in discussing its major problems with a 
minimum demand for special information, using few 
technical terms, everyday language, and a wealth of fortu- 
nate and fitting analogies. There 1s no recourse to mathe- 
matical formule, graphs, diagrams, pictorial or biblio- 
graphical paraphernalia, and only seven footnotes. 


From a review of “Signals and Speech in Electrical Communication” in the 
magazine dmerican Speech. 


| 
4 
a 
if 
| 
j 
: 
i 
i 
| 
i = 
i 
| 
i 
; 
i 
= 
i 
i 
i 
A a 
q 
i 
i 
a 
i 
j 


A Small Radio Transmitter for Police Duty 


By F. E. 


NIMMCKE 


Radio Development 


HE effectiveness of police radio 

communication systems in the 

apprehension of criminals can 
be judged by the widespread popu- 
larity that such systems have gained. 
To cover their extensive service area, 
the larger cities usually install several 
transmitters each rated at the maxi- 
mum authorized power of 500 watts. 
Western Electric 500-watt transmit- 
ters have been giving excellent service 
in New York, Chicago, and other 
large cities of the country. For the 
smaller communities, a centrally lo- 
cated transmitter of moderate power 
output will generally be adequate to 
cover the local area. To meet their 
needs, the Laboratories has recently 
developed an efficient and inexpensive 
100-watt transmitter which makes 
small demands on space and is simple 
to operate. Its usefulness is not limited 
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to the smaller urban areas, however, 
since many large cities may be most 
effectively covered by a number of 
small transmitters each covering a 
portion of the total area. 

The range of a transmitter of this 
size depends both on its location and 
on its frequency. In general the cover- 
age is somewhat greater in the middle 
west than along the two coasts. Repre- 
sentative ranges are shown in Figure 
1. Modern sensitive receivers for 
police work require approximately 0.5 
millivolt per meter for a satisfactory 
signal, and the curves show that sig- 
nals of this strength will be obtained 
at distances from six to twenty miles. 

The new transmitter may be ad- 


justed to any carrier frequency be- 


tween 1500 and 3000 kc, and can be 
operated at 50 watts to meet the re- 
quirements of the Federal Communi- 
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cations Commission for communities speech level for proper modulation 
with a population of 100,000 or under, and to monitor the modulated car. 
or at 100 watts for communities of rier. The announcements may be 
population between 100,000 and 200,- made either from the control unit or 
ooo. It consists of the radio trans- from some remote point over special 

mitter itself, shown in Figure 2, and telephone conductors. 
a control unit shown in the illustra- A quartz crystal oscillator is em. 
tion at the head of this article. No ployed to supply the carrier. The 
external batteries, rotating machin- crystals are so cut that their tempera. 
ery, or speech input equipment are ture coefficient is practically zero, and 
required. The power needed, approxi- as a result no temperature control js 
mately 1000 watts, is all taken from a__ required. A slight adjustment is pro- 
50- to 60-cycle single-phase source at vided, however, to allow the oscillator 
110 volts. to be set to the assigned frequency, 
The transmitter may be installed Following the oscillator are two inter- 
in any dry, well-ventilated room. It mediate radio frequency amplifiers 
does not need to be in the same room and a balanced output amplifier in 
as the dispatching officer nor where which modulation is effected by the 
the antenna lead enters the building. grid-bias method. Two stages of 
Power from the transmitter to the audio-frequency amplification are pro- 
antenna is efficiently transmitted over vided, together with rectifiers for both 
a concentric transmission line and an plate and grid-bias voltages with 
antenna coupling unit. The control their associated filters and all neces- 
unit, coded the 20A, also may be in- sary control and protective circuits, 
stalled in any convenient place. It The number of meters and controls, 
permits the operator to apply carrier as may be seen from Figure 2, have 
to the antenna system, to adjust the been reduced to a minimum, thus 
simplifying the opera- 


90 ponmineny tion of the set. 
The grids of the fina 
| 8838s 3| push-pull amplifier are 
NEA biased to considerably 
NWN beyond cut-off, and the 
ow —--N age is applied to them 
out of phase. The 
°° T audio-frequency volt- 
age, on the other hand, 
50 KX is applied to both grids 
in phase and _effec- 
tively in series with the 
fixed grid-bias voltage. 
INN \ \ In this way the grid- 
30 NA} Nfs bias voltage is varied 
DISTANCE FROM TRANSMITTER IN 0° in accordance with the 


audio-frequency mod- 
Fig. 1—Relationship between strength of signal and distance lating voltage. By 
for 100-watt transmitters at various carrier frequencies changing the bias in 


274 May 1935 


i 
i 
q H 
i 
i 
i 
H 
i 
i 
i 
i 
H 


this manner, the radio-frequency out- 
put voltage is varied between zero 
and twice normal value, which con- 
stitutes complete modulation. The 
output impedance of the amplifier is 
such that the relationship between 
input and output voltages is essen- 
tially linear. 

The audio-frequency amplifier has 
sufficient gain so that with the speech 
level obtained from the ordinary desk 
telephone set, the carrier will be 
completely modulated. The overall 
audio-frequency response of the trans- 
mitting equipment is practically flat 
over a wide range of voice frequencies. 
Monitoring is accomplished by means 
of a resistance connected in the high- 
voltage return lead of the final ampli- 
fier stage. The audio-frequency com- 
ponent of the rectified carrier appears 
in this circuit, and by listening with a 
headset, a true indication of the 
quality of the transmitted message is 
observed. 

The primary purpose of the control 
unit is to permit the operator in 
charge of the transmitting in small 
communities to perform other duties 
besides dispatching calls. This unit 
includes a transfer key, a volume con- 
trol, a modulation meter, a tone key, 
and jacks for the microphone and 
monitoring headset. The transfer key 
permits the dispatcher to select either 
the local microphone, plugged to the 
control unit, or a remote microphone 
reached by special telephone con- 
ductors. With this key in either posi- 
tion, high voltage is applied to the 
transmitter. The modulation meter, 
of the rectifier type, is calibrated in 
per cent modulation, and is in the cir- 
cuit for either the local or remote 
positions of the transfer switch. Its 
indication guides the adjustment of 
the volume control. 


Preceding the dispatching of a 
May 1935 


Fig. 2—The new 100-watt transmitter, 
known as the 15 A, makes small demands on 
space and is simple to operate 


message, it is customary to send out 
an “attention” tone, which is the 
purpose of the tone key. A small 
audio-frequency oscillator in the con- 
trol unit supplies the tone. Operation 
of the key disconnects the micro- 
phone from the speech input equip- 
ment and connects the oscillator to it. 
This tone is also employed at regular 
intervals for sending out time signals. 

The power-control and protection 
circuits guide the sequence of appli- 
cation of power to the various circuits 
of the transmitter, and protect the 
equipment from possible damage in 
case of failure of any of the apparatus. 
All power but the high-voltage plate 
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potential is turned on by one of the 
switches on the front of the cabinet. 
The high voltage is applied either by 
a second switch on the front of the 
cabinet, or by the transfer switch of 
the control unit. This provides almost 
instantaneous application of the car- 
rier, thereby minimizing delay. 


Installations of the new 309A Radio 
Transmitting Equipment, as the com- 
bination of transmitter and control 
unit is called, have already been made 
at Tampa, Florida, and in Kenosha, 
Wisconsin. They are proving highly 
satisfactory, and should find many 
more applications in the near future. 


Remarks of President Walter S. Gifford 


é the American Telephone and Telegraph Company during the 
broadcast celebration of its fiftieth anniversary 


“The American Telephone and Tele- 
graph Company is fifty years old. It has 
become a great American institution. It is 
owned by you and your neighbors in 
every state in the Union. It belongs to 
‘Main Street.’ More than half of its 
nearly seven hundred thousand stock- 
holders are women. 

“Tts nation-wide organization, existing 
in substantially the same form for half a 
century, makes possible telephone service 
as we know it today. A telephone call is so 
easy to make that the person making the 
call has no idea of the complicated 
physical equipment and the vast organi- 
zation of workers behind it. Now, it 
obviously does not just happen that 
practically anyone, anywhere, any time of 
the day or night can talk promptly with 
anyone else, anywhere in this country— 
or for that matter almost anywhere in 
the world. Nor does it just happen that 
the number of telephones per hundred of 
population in the United States is more 
than sixteen times the average of that 
for the rest of the world and is nearly 50 
per cent higher than in any country in 
Europe. It is the result of the free play of 
individual initiative and ability fostered 
and given free rein during all these years 
in an institution which recognizes the 
American ideal of equal opportunity for 
each individual to develop to the fullest 
his talents and personality. 
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““T want toexpress my admiration of the 
great army of telephone workers, over a 
quarter of a million in number, in all 
ranks of responsibility, who are engaged 
in operation, research, manufacturing and 
the many other activities necessary for 
furnishing telephone service to the 125,- 
000,000 people of our country. These men 
and women are not only courageous and 
resourceful in emergencies, they are skil- 
ful and thoughtfully courteous in their 
day-to-day activities. They are deter- 
mined to ‘get the message through.’ 

“In the Telephone Company, our 
policy and our method of operating are 
based on the long pull. We are celebrating 
one fifty years and looking into the next. 
Practically everyone uses the telephone; 
most of the money in the business is 
the life savings of people and most of the 
work in it is done by people who devote 
their lives to it. 

“We shall continue our efforts to 
further improve telephone service and 
make it more economical for the user. We 
shall continue to try to keep the Bell 
System an attractive institution for 
people to work in and safe for investors. 
Above all, we shall continue to strive to 
merit the good-will and the esteem of our 
fellow citizens and to keep the American 
Telephone and Telegraph Company an 
institution that the American people can 


be proud of.” 
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A Bridge for Measuring Small Phase Angle 


By C. H. YOUNG 
Transmission Apparatus Development 


N electrical impedance is a com- 
plex quantity and thus re- 
quires two parameters for its 

full description: either its absolute 
value and an angle, called its phase 
angle, or its two right-angled com- 
ponents, resistance and reactance. In 
calculations involving impedance, one 
or the other of these pairs of param- 
eters is employed—which is chosen 
depending on the type of problem. In 
many problems in electrical com- 
munications an expression of i 

pedance in terms of its absolute value 
and phase angle simplifies the calcu- 
lations, and so is generally employed. 
In measuring an impedance, on the 
other hand, it is usually more con- 
venient to measure its resistance and 
reactance components. Because of the 
use to which the data from such a 
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measurement will be put, however, 
the measurement is usually spoken of 
as one of phase angle. 

An ideal resistor would be an im- 
pedance with zero phase angle, but 
this ideal can seldom be attained 
without the sacrifice of other char- 
acteristics even more important in 
precise work. Many of the resistors 
employed in communication appara- 
tus and in laboratory measuring 
equipment, however, are required to 
have either negligible or known re- 
actance components, so that appara- 
tus must be provided for determining 
the two necessary parameters. To 
simplify the technique and increase 
the precision of such measurements a 
special type of impedance bridge has 
been designed and constructed in 
these laboratories. It will measure the 
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reactance component of small phase 
angle resistors that may have -any 
value between 0.01 ohm and io 
megohms at any frequency from 1 
kilocycle to 100 kilocycles. 

The bridge is of the unity-ratio 
comparison type employing resistance 
ratio arms. For measuring reactive 
components of resistors of small value, 
an inductance standard is provided 
by means of which a known induc- 
tance may be inserted in series with 
either the resistance standard or the 
apparatus under test. For resistors of 
larger value a capacitance standard is 
provided which may be placed across 
any one of the four arms. The com- 
plete bridge, which is slightly over 
two feet square, is shown in use in the 
illustration at the head of this article. 


DETECTOR 


STANDARD 


K3 


R4 Rs 


Fig. 1—Simplified circuit schematic of the 


phase-angle bridge 
278 


A schematic circuit diagram, with 
shielding omitted, is shown in Figurer. 
The inductance standard, shown in the 


TENS UNITS 
Fig. 2—Three double decades, a single 
decade, and a fixed resistance permit the 
total control resistance to be kept at 200 
ohms, while the division between the two 
sides may be varied in steps of .o1 ohm 


diagram at M, is one of the unusual 
features of the bridge. It consists of a 
system of balanced windings 
on a common toroidal core of 
non-magnetic material, the 
coupling between the windings 
being fixed. The total mutual 
inductance between windings 
I-2, 3-4, and 5-6-7 is 10 micro- 
henrys. The currents through 
the two sections of winding 
5-6-7 are controlled by the ad- 
justable resistors R, and R;. 
The arrangement of these re- 
sistors is such that their sum 
is constant at 200 ohms. With 
the control dials set at their 
zero positions, the balance 
condition obtains with 100 
ohms in each branch. With 
the dials in their extreme 
positions there is no resistance 
in one branch and 200 ohms in 
the other. These resistors con- 
sist of a fixed 100-ohm unit, 
three double decades, and one 
single decade arranged as 
shown in Figure 2. The double 
decades are each operated by 
a single dial, while the single 
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which interchanges 
the connections be- 
tween the decade re- 
sistors and the coil, 
permits the inductance 
to be added in either 
the standard or un- 
known arms as may be 
desired. 

The inductance 
standard is generally 
adequate for measur- 
ing the phase angles of 
resistances up to 300 
ohms. For resistances 
from 300 to 1000 ohms, 
the capacitance stand- 


Fig. 3—Resistance standard used with the phase-angle bridge ard marked C, on the 


diagram is employed. 


decade serves as the feed point for the This consists of two air condensers, 
two branches of the inductometer. one having a range of 100 micro- 

When the dials are at their zero microfarads in steps of 10 micro- 
positions the current before entering microfarads, and the other being con- 
the bridge divides equally between tinuously variable over a range of 12 
the two branches consisting of the re-_micro-microfarads. Two keys, K, and 
sistors Ry and R; and the balanced K., permit this capacitance to be 
windings 5-6-7 of the coil. These placed across any one of the four 
currents induce equal quadrature elec- arms. A compensating condenser, 


tromotive forces in the wind- 
ings 1-2 and 3-4 in the stand- 
ard and unknown arms of the 
bridge respectively, and the 
system balances. If the dials 
are set at some other value, 
however, the currents no 
longer divide equally, and un- 
equal electromotive forces are 
induced in the bridge arms, 
the effect being similar to add- 
ing self-inductance to one of 
the bridge arms. The decade 
arrangement thus makes it 
possible to add the total in- 
ductance of 10 microhenrys in 
steps of 0.001 microhenry, 
which corresponds roughly to 
the inductance of 1 millimeter 


length of large wire. The key 
May 1935 


Beneath-the-panel view of phase-angle bridge with 
shields in place. 
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C,, having a capacitance equal to the 
residual value of C,, is arranged in 
the circuit so that it is thrown across 
the arm conjugate to that across 
which C, is placed. The capacitance 
C, is ordinarily placed across the 
standard or unknown arms, but when 
the capacitance required exceeds that 
of C,, an extension of the range of 
the capacitance standard is provided 
by placing it across one or the other 
of the ratio arms. 

The resistance standard employed, 
shown in Figure 3, consists of six 
ten-step decades with a range from 
© to II,I1I.10 ohms in steps of 0.01 
ohm. As described in a previous ar- 
ticle*, these decades have their units 
mounted in a rotor so that only one 
unit is in the circuit at a time. This 
arrangement materially reduces the 
distributed capacitances, and thus 
simplifies the phase angle calibration. 
For the smaller units, 0.01, 0.1 and 
1.0 ohm decades, where inductance is 
more important, all units of the dec- 
ade, including the short circuiting 

*RECORD, Fan., 1935, p. 136. 


unit, are designed to have the same 
inductance. Used in conjunction with 
the resistance standard is a slide wire 
marked R; in the diagram, employed 
for precise adjustment. | 

Besides these standard capacitance 
and resistance units, there is the 
variable air condenser Cg which js 
adjusted to balance internal capaci- 
tances of the bridge in the open circuit 
condition and the small impedance 
unit Z, which compensates for the 
residual impedance of the standard. 
The resistances of the ratio arms are of 
the woven-wire type described in the 
article already referred to. When the 
resistance to be measured exceeds 
10,000 ohms, a fixed resistance of 
10,000 ohms, R, in the diagram, is 
connected across the unknown. 

This bridge provides a rapid and 
efficient means for determining small 
phase angles of resistance elements 
and networks. In addition, it is em- 
ployed to calibrate the reactance 
components of adjustable resistance 
standards used in impedance measur- 
ing equipment in the Laboratories. 


The Edward Longstreth Medal 


has been awarded by the Franklin Institute to Edmond 
Bruce “for his development of antennas for use in short 
wave radio communication, which has greatly improved 
trans-oceanic transmission and reception.” 


Conduit Plugs 


By J. H. GRAY 
Outside Plant Development 


ANY thousands of under- 

ground ducts enter the base- 

ments of central offices of the 
Bell System to bring in the cables 
that link them to subscribers all over 
the country. Early in the develop- 
ment of telephone systems it was rea- 
lized that these ducts might also serve 
as channels through which water and 
gases could enter, and thus be po- 
tential sources of flood and fire. High 
tides, heavy rains, or water from 
broken mains might easily gain access 
through these ducts to flood and 
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damage the heating or power equip- 
ment; and gases, escaping from leak- 
ing mains or faulty sewers, could 
enter with equal ease if the ducts 
were not sealed at building entrances. 
In one instance an unusually high 
tide caused water to enter through in- 
adequately sealed ducts in sufficient 
quantity to put out the fires under 
the boilers and to seriously threaten 
the power supply. 

Similar conditions exist in the large 
office buildings, which may have one 
or several ducts entering their base- 
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ments. In these buildings there may 
be several floors below the street level 
where valuable merchandise and 
equipment might be severely dam- 
aged by water if these ducts also were 
not adequately sealed. The sealing 
methods that have been employed are 
usually effective under normal con- 
ditions, but under severe conditions 


Fig. 1—Plugs for empty ducts are blocks of rubber compressed 


between steel end plates 


they may not always provide a posi- 
tive closure. 

The sealing of ducts naturally di- 
vides itself into two rather distinct 
problems. Many of the ducts entering 
a building are not yet occupied by 
cables, and under these conditions seal- 
ing is not so difficult. Plugs made of 
creosoted wood have frequently been 
used, or the openings have been 
plugged with ordinary oakum, and 
faced with cement mortar. Such plugs 
have generally proved satisfactory 
except when subjected to high water 
pressures. When the duct is occupied 
by a cable, however, the situation 1s 
somewhat more involved. It is gen- 
erally necessary to resort to some 
caulking process, which is sometimes 
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supplemented by a final application of 
a cementing compound. The difficulty 
of providing seals which would be 
adequate under all conditions, and of 
assured permanency, made it appear 
desirable to undertake a study of the 
subject with the objective of develop. 
ing conduit plugs that would be ef. 
fective, economical, and easily applied. 
As the result of this 
study, expansible rub- 
ber plugs have been 
developed and made 
generally available. 
Their operation de- 
pends on the simple 
principle that when a 


block of rubber js 
squeezed between two 
parallel plates, it will 
expand or bulge along 
the unconfined sur- 
faces. The first appli- 
cation of this principle 
was to plugs for vacant 
ducts. The plugs de- 
signed are shown in 
Figure 1; those at the 
left being for round 
duct and that at the right for the 
standard square-bore clay conduit. 
The plug for vacant ducts consists 
of a block of rubber compound, 
molded to conform to the shape of the 
duct and with a bolt-hole through the 
center; and two galvanized steel 


Fig. 2—For occupied ducts the end plates 
and plugs are split so they may be slipped 


over the cable 
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Fig. 3—A field installation of conduit plugs 


plates, slightly smaller than the rub- 
ber part, with a galvanized carriage 
bolt passing through the center of the 
assembly. When the nut on the bolt 
is tightened, the plates are drawn to- 
gether against the rubber, causing it 
to bulge out against the walls of the 
duct. The more the nut is tightened, 
the greater is the pressure of the 
rubber against the walls, and the 
more positive is the sealing effect. 
Care must be used not to overtighten 
the nuts, however, as pressures can be 
produced sufficient to rupture the 
conduit material. 

The results obtained from labora- 
tory tests and field trials of these 
plugs were so promising that work was 
undertaken to apply the same prin- 
ciple to seal ducts already occupied by 
cables. The problem was much more 
worepvane however. A full-sized cable, 
258 inches ; in diameter, leaves little 
space between itself and the walls of 
the duct in which to place a sealing 
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device of any kind. Moreover the de- 
vice had to be of a design that would 
permit its being placed over cables 
already installed and spliced. 

With multiple clay conduit the 
ducts are from 3% to 3% inches 
square, and since the cables are round, 
a little additional space is available 
at the corners. This space is sufficient 
to accommodate bolts of adequate 
strength, and consequently a molded 
rubber part was designed conforming 
to the shape of the duct on the outside 
and to the shape of the cable on the 
inside. The compressing plates were of 
the same shape but slightly smaller 
than the rubber plug. To permit the 
plug to be used on cables already in- 
stalled, the rubber plugs were cut 
diagonally through one side, and the 
compression plates on each face were 
made in two parts. The arrangement 
is shown in Figure 2. 

After the plugs had been designed 
and hand-made models obtained, it 


283 


v4 


was necessary to find out what pres- 
sures of water and gas they would 
withstand. The first steps in this work 
were carried out in the laboratory, 
where conditions could be better con- 
trolled, and measurements more ac- 
curately made than in the field, while 
still maintaining a similarity to field 
conditions. For this purpose the set-up 
shown in the illustration at the head 
of this article was made. 

A piece of standard nine-duct clay 
conduit was placed vertically on a 
low stand, and a reinforced cement 
collar was cast around each end to 
simulate the strengthening action of 
the walls of the building through 
which the duct passes. A short length 
of cable carrying one of the conduit 
plugs was then placed in the upper 
end of the middle duct. At the bottom 
end of the duct was placed one of the 
rubber plugs for vacant ducts, modi- 
fied to allow a small pipe to be brought 
through it. This pipe was connected by 
a hose to a tank to which city water 
could be admitted. A pressure gauge 
is connected to read the pressure of 
the water in the duct, and any pres- 
sure up to full city water pressure may 
be obtained by allowing water to 
enter the tank and compress the air 
in the upper part of it. 


Fig. 5—A socket wrench with universal joint was developed 
to permit the bolts to be tightened when there are many cables 


crowded together 
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Fig. 4—A close-up of one corner of Figure 3 
showing the bulging of the rubber when 
placed under pressure 


To test the effectiveness of the plug 
to air pressures, water is admitted to 
the duct, and as it rises, the air above 
it is compressed. A small amount of 
water is poured over the upper sur- 
face of the plug, and any air leaking 
by it will cause bubbles and thus 
be detected. To test the plug with 
water, the air in the conduit 1s allowed 
to escape before the plug is tightened, 
so that the conduit will be full of 
water. The pressure of this water ts 
then adjusted by changing the press- 
ure in the supply tank 
as before. During these 
tests it was found that 
the plugs were actually 
tighter than the con- 
duit itself; whatever 
minor leakage oc- 
curred under unusv- 
ally high pressures re- 
sulted from the seep- 
age of water and air 
through fine cracks 
and porous places in 
the conduit material 
andnotaroundtheplug. 
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Following the success of the lab- 
oratory tests, preliminary installa- 
tions were made in the field under 
actual service conditions. The most 
severe pressure conditions that could 
be found were selected, although the 
main objective was to observe how 
readily the plugs could be installed 
on cables that were badly out of 
shape at the duct entrance. Where 
the cables were badly bent at the 
ducts, considerable difficulty was ex- 
perienced at first in sliding the plug 
along the cable into its place in the 
duct, because of friction of the rubber 
on the lead sheath and conduit walls. 
It was found, however, that by using 
soap and water as a lubricant this 
dificulty could be overcome. After 
certain minor changes had been made 
as a result of these preliminary tests 
and trials, the plugs were recom- 
mended to the operating companies 
on a broad trial basis. A typical field 
installation is shown in Figure 3. A 
close-up of one corner of this installa- 
tion is shown in Figure 4. 

In many places where the plugs must 
be installed, there is a maze of cables 
coming from a large bank of ducts. 
Under these conditions it is difficult 
to reach the nuts with any ordinary 
form of wrench. To meet these con- 
ditions a special socket wrench was 
developed with a long handle con- 
nected to it through a universal joint, 
as shown in Figure 5, permitting nuts 
to be tightened with the handle at a 
considerable angle with the bolt. 

It frequently happens that plugs 


must be removed from the ducts after 
they have been in place for some time. 
Removing plugs from vacant ducts is 
comparatively easy with the tools 
available, but to remove plugs from 
occupied ducts, where there is the ad- 
ditional friction of the plug on the 
cable, is more difficult. The practice 
being followed to meet this difficulty 


temporarily is to loosen the four nuts 


and apply a pull to two diagonally 
opposite bolts with steel rods that 
have been drilled and tapped at the 
ends so that they can be screwed on 
to the ends of the bolts. This matter 
is being studied further, however, with 
a view to providing a more satis- 
factory method. 

It was found that because of the 
compressibility of the rubber, a plug 
will seal around a cable which is con- 
siderably smaller than the size of the 
hole and consequently each plug can 
be used with several sizes of cables. 
Only a few additional sizes of plugs 
are required, therefore, to take care 
of all of the sizes of standard cables 
that usually range in diameters from 
to inch. 

Except for the problem of sealing 
around full size cables in round ducts, 
where the very limited space avail- 
able for bolts has precluded the appli- 
cation of this design, these develop- 
ments make available effective means 
of plugging both occupied and unoc- 
cupied ducts even against consider- 
able hydrostatic pressure, thus dis- 
posing of a troublesome plant problem 
encountered often in the field. 
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Characteristics of Western Electric Vacuum Tubes 
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GRID-PLATE TRANSCONDUCTANCE-S,,-MICROMHOS 


This nomogram, prepared by G. L. Pearson, is analogous to one 
for circuit problems involving frequency, reactance, capacity and 
inductance, described by T. Slonczewski in the ReEcorpv for Novem- 
ber, 1931. Having plotted the amplification factor w as ordinate 
and the grid-plate transconductance (mutual conductance) Sm as 
abscissa, there is a point on this chart for every vacuum tube. 
Since plate resistance r, is the ratio of these two quantities, one of a 
family of diagonal lines will indicate the value of r, for any tube. 
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